PRICE LIST 

US, CANADA, & MEXICO HANSCOM FIELD — EAST 

BEDFORD, MA 01730 
(617) 274-6600 

EFFECTIVE 9/1/81 


STANDARD SIMULATORS (1) (2) 

With full panel, enclosure, rudder pedals, 
pilot seat, one standard nav PROM, Pilots 
Operating Handbook, Checklist, Installation, 
On-site operating training, 90-day warranty. 




MODEL 201 Single engine 

$ 39,250. 



MODEL 300 Multiengine 

42,350. 


OPTK 

DNAL EQUIPMENT 

Remote Instructor Console 

Fail instruments and engine(s). 

$ 1,050. 



X-Y Plotter 

Variable scale for use with any 
chart. 

4,100. 



Visual Display (3) 

Computer generated imagery. 

10,000. 



HSI (3) 

King KI525A Horizontal Situation 

Indicator 

3,950. 



Conversion Kit 

Multiengine to single. SE console 
priced separately. 

2,000. 


SERV 

ICE CONTRACTS (4) 

Initial 

90 days 

N/C 



Continuing 

months at $ per mo. 



NAVM 

3ATION PROMS 

Provide real world navaids with 
identifiers, and airports with runway 
headings and elevations. 




Standard 

From U.S., Canada, Europe data base. 

$ 385. 



Special 

One-time development charge 

200. 


Each PROM 

385. 



Custom 

One-time development charge 

400. 


Each PROM 

385. 


PROW 

1 UPDATE SERVICE 

Updates navaid data to current 
published information. 




Standard PROM 

One-time 

$ 50. 



Standard PROM 

Two year semi-annual 

150. 



Custom PROM 

Upon request 

75. 



Special PROM 

Not applicable 





AVIATION 
SIMULATION, 
TECHNOLOGY^ 


























































COUF 

ISEWARE 

Private Pilot Airplane Flight Training Syllabus 

$ 100. 



Instrument Pilot Flight Training Syllabus 

100. 



Instrument Pilot Lesson Plan Package 

250. 



Multiengine Airplane Class Rating Syllabus 

100. 



IFR Currency Course Package 

350. 



Multiengine Currency Course Package 

150. 



MANl 

IALS 

Pilots Operating Handbook 

$ 12.95 



Checklist 

10.00 



Cooperative Service Program Maintenance Handbook 

95.00 



SHIPPING INFORMATION 

#1 box 87” x 40” x 34”, 190 lbs. 

#2 box 50 5/8” x 26 5/8” x 29 1/2”, 110 lbs. 

#3 box 66 1/4” x 46 3/4” x 24”, 350 lbs. 

U.S. Export Control provisions apply. 

Power requirement is 117 volts, 60HZ, 160 watts (including visual). 


GENERAL NOTES 

(1) All prices in U.S. dollars F.O.B. Bedford, Massachusetts. 
Taxes and duties not included. 

(2) For installation outside the conterminous U.S., a travel 
surcharge applies. 

(3) Visual display and HSI field installation requires additional 
service charge, quoted separately. 

(4) See Service Brochure and Price List for more details. 


Prices subject to change without notice. 

















